
2ND ANNUAL PULLING 
FOR HOPE OF ARLINGTON 

In honor and remembrance of 
Arlington Firefighters' Deputy Chief 

Steve Porciello 



Have you ever wanted to test your strength while raising 
funds for a great cause? The task is simple: pull a fire 
truck by rope with a team, or individually! $25 to register! 

ALL PROCEEDS WILL GO TO THE RELAY FOR LIFE OF ARLINGTON! 


April 28,2018 
St. Camillus Parish 

10AM - 1PM 


PULLINGFORHOPEARLINGTON.ORG 










